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PRELUDE TO A KISS 


CAST 
(in order of speaking) 
cL Matthew Conlon* 
SAVIOL coma maanaronmmunmnansri Owen Thompson* 
Kt erczncenantantscissnaasasnasadiisaneenedesensansoexaanencunnsioss Jenn Thompson* 
| SC ee J.H. Torrance Downes 
MES. BOGE snrcncnvessmesemsnancenmasmaniemnnnanneiss Joan Shepard* 
De, DOV le masicascsimoncnmacem ee ninoamaunianegaasianies Joe Ganley 
PY UII OT is ccrcciinannieesurncstaninncsarinasanaercshensenonicds J.H. Torrance Downes 
Ut AB 2c) ee Barbara Gallow 
Dine Pte. ccmnnsnnnencammnnseomnamanes Arthur Pignataro* 
OLE Mian, cccssnsenrarscacsnencasmnmencnemasrimnvecet Evan Thompson* 
Puerto Rican Waiter «0.0.0... ccseeseseeeseceeeeeeeees Arthur Pignataro* 
PAA vcelicuestieete icc ache ancetoperoeadasariainisitaesions Barbara Gallow 
[Sigh 0) 6) | es Emily Richmond, David Krodel 


Understudy for Mr. Conlon — Warren Kelley, for Mr. Evan Thompson — Christian Orobello, 
for Miss Thompson — Julia Kiley, for Mr. Ganley, Mr. Owen Thompson, Mr. Pignataro, 
and Mr. Downes — David Krodel, for Miss Shepard and Miss Gallow — Emily Richmond. 


“Member of Actors’ Equity Association 
The Union of Professional Actors and 
Stage Managers in the United States 


* There will be one 15 Minute Intermission * 


The action takes place in various locations in 


New York City, suburban New Jersey, 
and Puerto Rico 


The use of cameras and/or recording devices is strictly prohibited. 


The River Rep is a division of Fanfare Theatre Ensemble, Inc. 


